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The ..ioixox'tule, ... 

Tiie Secretory of the national Defense uM Co. unum colons, 

Tftclo’jaii, Leyte,. 

the Posteffice Inspector^ 

Sir? 

I hare the haaOar to report on tlie survey made between 

TacloVan and Palo on October SPtlw, rejorfcirtj tj \3 joa-uw! 
d It Ion of the. telegraph oa ioaticMh* 

tuke-\ ’ ■,* tl.o Japanese. 

. ■ • . '- 

wer.o all taken by the Japanese* 

3. There are enoarh wires alon^tk^road to r.at ^.^' 0 

li^es (oho for the north and arourer a or *ne o± };-^J 

v/oor Tael oh an and Palo. We may heed some gl&os rn.v.l«tors, , 

Y/oeden plugs and brackets* 

4, L'o tfen’t hare any splicing materials seen &s J" wk. 

*u®4‘su«h, <*»«•. ^ axes t0 se U3ea in t " ia le_ 

const ruction* 

&£8 O r^jj^iLhT XjJKjS 

X. TO roc ovar <k soon os joseme the’ rtres ■ slwg »e road 
between fMWm u4 PWO before they ora loot, ix possxol. -ie 
restoration should he made at the »aae tin— 

, ...» v /a- cannot seoura the battery aateriiis trera the m 

— War ^ 

2irr^%$£i sy#. ~ °* «“> u ^ ie - 

5, if we can’t secure the relays, sounders end heys we W 
v.sx t lepkot... appoint© in* the meantime. ^ 

?,Very respectfully, 

Act go ^upg. Lineman. 
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Tacloban, Oct.. 31, 1944 



The Honorable , 

The Secretary of the National Defense and C oumunica t ion s 
Tacloban, Leyte. 



(Thru the Pcstoffice Inspector) 



Sir 



I have the honor to report on the turve., made bet- een T&clobsn 
and. Pelo on October 29th. , regarding the general condition of the 
telegraph communics cicns. 

1. All telegraph apparatus at Tacloban u.nd Palo were all 
taken bp the Japanese. 

2. Ye have no batterp eiateriols especially the jars as they 
were oil taken b„ the Japanese. 

3. There are enough wires along the road no ,-nt up t..o lines 
(one for the north ana another for the south of Palo) between 
Tacloban ana Palo. !e map need some glass insulators* wooden plugs 
end brackets. 

4* ,7e don’t have sap splicing materials such as wire stret- 
chers, clamps, pliers, digo eI * s » shovels, and axes to be used in 
the re -construction. 



1. To recover as soon as possible the wires along the road 
between Tacloban and Palo before they are lost. If possible the 
restoration should be made at the same time. 



the local which could be run bp the local electric ..lent or bp 
a motor cf our own. For '.min. sue local batteries tor Ease. , dsmar , 
vie need dip cell bateries because of the cable. 





3. If we can’t secure the relays, sounders ana heps we map- 
use telephone apparatus in the meantime. 



' V •£' J 

/s/Glicerio ^ulsuafoing, 
GLICSKIC -ULSblSr. r G\ 
Ac og » Supg. Lineman 



Very respectfully, 



COMMONWEALTH OF THE PHILIPPINES 
DEPARTMENT OF NATIONAL DEFENSE AND COMMUNICATIONS 
BUREAU OF F03TS 



Tacloban, Oct. 31 , 1944. 

• 

The Honorable, 

The Secretary of the National Defense and Communications, 

Tacloban, Leyte. 

(Thru the Fos toff ice Inspector) 

( 

Sir: 

I have the honor to report on the survey made between Tacloban and 
Palo on- October 29th., regarding . the gensral condition of the telegraph 
communications . 

1. All telegraph apparatus at Tacloban and Palo were all taken by 
the Japanese. 

2. We have no battery materials especially the jars as they were 
all ta en by the Japanese. 

3. There are enough wires along the road to put up two lines (one 
for the north and another for the south of Palo) between Tacloban and Palo. 
We may need some glass insulators, wooden plugs and brackets. 

4. We don’t have any splicing mate ials such as wire stretchers, 
clamps, plitrs, diggers, shovels and axes to be used in the re-construction. 

RECOMMENDATIONS 



1. To recover as soon as possible the wire3 along the road between 
Tacloban and Palo before they are lost. If possible the restoration should 
be made at the same time. 

2. If we cannot secure the battery materials from the Army such as 
jars, copper sulphate, crowfoot-zinc and copper, we may use a generator llOv 
D. P. for the main battery and 10 V D.C. for tha local which could be run by 
the local electric plant or by a motor of our own. For main and local 
batteries for Easey, Samar, we need dry cell batteries because of the cable. 

3. If we can’t secure the relays, sounders and keys we may use 
telephone apparatus in the meantime . 



Very respectfully, 
/s/ Glicerio C:ulsucnbing, 
GLICERIO QULSUMBING, 
Actg. Supg. Lineman 



